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■Bie following German military and AIH" Vl/S information ^g,iased_gn^ 
SCI interrogation of OSTRICH following the latter's return from 
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A. German lELlitaiy Confusion. 
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1. During Karch and April OSTRICH was in the region 
. g g AK. This AK was charged with the defence of the region of BADSN. Its 

^^leaSquarterw were first at UNTER15JHSTERTAL near STADFFEN. OSTRICH often 
went thejje and was introduced to the consnanding general, SS Obergruppen- 
f uehr erif^EPPLER , to whom OSTEIICH gave a report on the general situation in 
France'T^from a military and an intelligence point of view, OSTRICH became 
a friend of the Ic of the AK Hauptsturmfuej n‘eijfcl.BAT._ 

2. About 5 April the 27in SS AK left UKTERMJNSTERTfAL and established 
a can^) in the woods between 7/AIDKIRCH and DETTENBACH. OSTRICH went there only 
once, about 16 April, when he again saw KUBAT. OSTRICH reports that everyons 
seem^ to have -lost his head and that no one knew what to do, 'KUBAT, for instance, 
told OSTRICH that the situatibh had become impossible, that the Volksturm want over 
to the Allies by whole coit^anies, that there had been instances of fraternising 
between the Flinch army and the German populationj that there had even been cases of 
German wamen helping to clear the road blocks for the Allies. When OSTRICH asked 
KUBAT about the Wehnimcht, KUBAT replied that there was no longer a ?/ehrmacht, that 
ttere exists only-erT!5aotqaarters and the Voj^turm., 
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3» OSTRICH saw only one other SS formation. This was the Junkarschulo^ ^ ^ 
•which was formerly at TOELZ in Bavari-a and is now located at ST. PETER^TOTTHAU iw » * i 
BADSW, The Junkerschule is under t^e command of OberstimihaimfuehrerjSCHIII^ asw 
Ritterkreuztraeger Sturnhamif uehrer/^HI E. OSTRICH knows EDHIE personally. ThcC ^ ^ ' 
Junkerschule is made up of athousand mn and, according- to RUHIE. was to caray-ltia^ * ' 
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guerilla warfare in groups of ten. Up to the, ; 
they have not engaged in any mUitary activity , OSTRICH hadi been ordered "by 
OberguppenfUehTer KEPPLER 'to be ^strdirtdrN'f^'v 'bfe ' JuidceinsSSaie ^ 
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^ 4. (BTRICH reports tha€^t!fe^^M4p*J^ of't^^Be'BM^''region has retired 
to ST. PETER-TOTTNAD. 
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OSTRICH also reports that Charli^HAG®ORlL.received three copies of a 
•st which had been found on an Alli^ officer. OSTRICH says that it ifiri 
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a long list of addresses of places which had been occupied by the SJtj Jint VI and 
the Abwehr an^ which the Allies planned to occupy. Amongst othe^^rore mentioned 
the Kommandiij pAGEN at BADENWEIISR and the offices of Standartenf pehre^jfelCKIER 
at CONSTAMCeT Immediately after discovery of the list on the AlUed oilicer 
(•who OSTEIICH thinks may have been French), all the ofiices were ordered to move 
and to put their documents -in a safe place. OSTRICH states that the occupying 
forces should not be surprlsejd if the addresses they have as targets do not 
contain jmything of interest. HAGEDORN received the list from three separate 
sources: the XVi n^ SS A K,._the_B.dS„.at_BADEN and the Gestapo at LORSAfjH. 

C<t.^ "German Military Insignia Changes 

In February, according to OSTRICH, HIL3JLER issued an order saying that 
411 mejnbers of the SO and the Gestapo had to change their shoulder boards 
immediately. Instead of weaidLng shoulder boards with a green border, they were 
to wear the regular Waffen SS shoulder boards which have a white border for the 
infantry, a red boi*der for the artillery, etc. 


OSTRICH himself saw a secret order condng from Gauleite ^YAGNER 
addr^sed to Kreisleiters saying that each Kreisleiter was to prepare a special 
group of 'a'-hundred carefully selected men for special sabotage acti'vitie^^ 

This was to be 'iBraddition.Jbo the ac*/ivities of the V/erevolf * ^ 
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In addition the members of the SD and the Gestapo were ordered to pub 
the SS sign on the right side of the collar which they did not ha've before. 
Until this order they had not been issued with a’’soldbuch but had only a^red 
Dienststeller^usweis^ or a metal police card. They ha've novf been given sold- 
buch'i^which contain only false information. Some members have also been gi'von 
TVehnnacht ^ soldbuch^*' 

D, German Resistance Plans . 

In general as to the military situation OSTRICH says that the Germans 
have thoroughly and methodically prepared to carry on guerilla warfare and that 
is has no relation to the defeat of the army. They ha've prepared food, ammuni- 
tion and sabotage dumps, OSTRICH stresses that the preparations for guerilla 
•warfare must not be* underestimated. In this connection OSTRICH states that tb* 
Kreisleiter is in charge of the organisation of all kinds of dumps in his region 
working with the ne'wly-created V/erewolf. 
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